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MEMORANDUM FOR: 
SUBJECT : 
REFERENCE : 


OC-O 
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ADP Requirements 


OC-0/D-M74-400 , dated 5 November 1974 


1. W» appre ciate your advi sing u, of your ADP Requirements. 

- rns suooort requirement should be documented ns a 

. 2 * ?o n?o^ide the OC ADP Committee with the infor- 

proiect Proposal to provide ^ nt with a view t0 early 

mation needed to review tne q , lv advised that customers 

implementation. ‘"aaitioill VDU terminals needed 

“I'} P^^blyhave to fund any addltlo^^ ^ avaUable f „ n . 

Availability of the 15 M-BYTES of temporary P 
space may prove to be a problem. 

, Tost attribution systems for secure and unprotected 
u* +• jnmc have not yet been approved. Implementation 

o^ADP^rojects^related"?© Sit attribution should be delayed 
until the costing systems have been approved. 

4. A PRISM project number is ^Th e 

ciTinnrial Resources Information Support (FRIS) prop£t^ — 
Financial Kesour^^ u ^ ri shed under Project|_ 


and 


25X1 \ 


Resources iniorraatAvii , 

■^^^^^^“^Iha^bee^advise^that^PRIS^project 

should be u S53 for FRIS pending assignment of a primary number. 

5. Discussions v^h Messrs-l ua y be co nsiderably 

that the requirement for addition, .l^cylii “£" Mag !; itu d e of the 

resources^required^for use of the OJCS PERT project it is requested 
r f S 2 ^2iHrement also be documented as a proposal for con* 

that this A DP Committee . You should be prepared to 

sideration by the OC AUf ~~L ju^ch time as OJCS 

delay implementation of thK 
resources can be re-allocf 
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